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9203180243 Monthly operating repts for Feb 1992 for Surry Power Station Units 1 &
2.W/920313 Itr.

NEGRON.MA, STWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/02/
29. 19pp. 60992:246-60992:264.

92030S0042 Forwards Rev 27 to physical security plan per 1OCFR50.54(p). Changes
withheld per 10CFR73.21.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document
Control Branch (Document Control Desk). 1p. 60852:094-60852:094.

S. Reportage occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part   21   rept.dtd   920204,re   Generators   EMD
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.
* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

9203020240 RO:on 920106,discovered that portion of wall separating cable vault & aux-
iliary bldg was of 4-inch block const instead of being designated as separate fire
areas.Fire watches established per station operating procedures.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/24. Region 2
(Post 820201). 5pp. 60783:124-60783:128.

9203090446 LER 92-003-00:on 920214,incomplete engineered safety features testing
due to procedure deficiency.Testing procedures were changed & actuation testing of
low RCS average temp relays performed satisfactorily.W/920304 Itr.
KANSLER.M.R. Virginia  Power (Virginia  Electric &  Power  Co.).  92/03/04.  4pp.
60871:338-60871:341.

V. Operator Examinations

9203130065 Notification of contract execution.mod 1,task order 134,to "Reactor Opera-
tor Licensing Exarns.Surry Nuclear Power Plant" to "Technical Assistance to Support
Licensing Activities." ContractonSonalysts.lnc.

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60912:129-60912:131.

-9203130071 Ltr contract NRC-03-89-031,mod 1,task order 134,increasing ceiling & ob-
ligating funds.to "Reactor Operating Licensing Initial  Exams.Surry Nuclear Power
Plant," to "Technical Assistance to Support Licensing Activities."
SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 92/02/
28. PETERSEN.LR. Sonalysts, Inc. 2pp. 60912:130-60912:131.

Y. Dry Cask Independent Spent Fuel Storage Installations

9203100122 Notifies that util request for an amend of mails license SNM-2501 cannot
be processed currently.NRC is planning to conduct some drop tests & until results of
tests are analyzed amend will not be granted.

HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 92/03/05.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 2pp. 60899:313-
60899:314.

9203120342 Forwards amend 6 to License SNM-2501 for storage at util ISFSI per
911120 application.Amend adds instrument tolerance to pressure switch low pressure
alarm setpoint for Westinghouse MC-10 storage cask.

HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 92/03/05.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 4pp. 60933:020-
60933:034.

-9203120363 Amend 6 to License SNM-2501 for VEPCO.adding instrument tolerance
band to pressure switch low pressure alarm for Westinghouse MC-10 storage cask.
HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 92/03/05.
4pp. 60933:024-60933:027.

-9203130040 Safety evaluation supporting amend 6 to License SNM-2501,to allow tol-
erance band for pressure switch low pressure alarm setpoint for MC-10 casks.
SCHNEIDER.J.F., STURZ.F.C. Source Containment & Devices Branch (Post 911213).
92/03/05. 2pp. 60933:028-60933:029.

-9203130047 Confirms that util request for amend to SNM-2501 to add instrument tol-
erance band is minor change.No increase in radiation exposure.effluent or accident
probability. Environmental assessment/impact statement not required.
HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 92/03/05.
Source Containment & Devices Branch (Post 911213). 2pp. 60933:030-60933:031.

-9203130057 Notice of issuance of amend 6 to License SMN-2501.
HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 92/03/05.
3pp. 60933:032-60933:034.

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon-
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor-
mances w/which util did not agree.

MACDONALD.C.E. Transportation Branch. 92/03/19. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328.
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F. Security, medical, emergency & fire protection plans

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203170447 Informs that App R insp for Surry postponed indefinitely.but insp at North
Anna now scheduled for 840924-28,in response to 840518 telex.
LAFLEUR.J.D.    Office    of    International    Programs    (Pre    870413).    84/06/06.
SALVATORESJ.E. Brazil. 1p. 61213:122-61213:122.

H. General correspondence

9203120379 Responds to 920117 Itr from district representitive, JM Fournier.forwarding
constituent correspondence expressing concerns re transportation accident involving
reactor coolant pump motor which occurred on 910827 in VA.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/26. COX.C. House
of Rep. 4pp. 60930:035-60930:043.

-9203120386 Forwards constituent RD Grabiner Itr expressing concerns re transporta-
tion accident involving reactor coolant pump motor in VA on 910827.
FOURNIERJ.M. House of Rep. 92/01/17. BRADBURNE.J. Office of Congressional
Affairs (Post 911117). 4pp. 60930:039-60930:043.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411), 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp, 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203040009 Forwards three inservice testing program interim relief requests for control
room envelope air conditioning sys.Two flow elements for chiller pumps cannot be in-
stalled except during outages now planned for 1993 & 1994.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/02/26. Document
Control Branch (Document Control Desk). 11pp. 60802:161-60802:171.

9203050096 Discusses operational safeguards response evaluation concluding effective
provisions in place to assure that safeguards measures did not adversely affect safe
operation of plant.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 92/02/28.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 4pp. 60864:303-
60864:306.

9203050144 Forwards "Semiannual Radioactive Effluent Release Rept for Jul-Dec
1991" & Rev 2 to Station Administrative Procedure VPAP-2103, "ODCM."
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document
Control Branch (Document Control Desk). 1p. 60866:114-60866:253.

-9203050153 Rev 2 to VPAP-2103, "ODCM."

*   Virginia  Power (Virginia Electric & Power Co.).  91/09/01.  200pp.  60866:131-
60866:253.

9203090179 Discusses corrective action reassessment/implementation to resolve
human engineering discrepancies noted during NUREG-0700 CRDR
project.Reassessment of remaining corrective actions will be completed by end of
June 1992.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/03. Document
Control Branch (Document Control Desk). 2pp. 60862:202-60862:203.

9203060113 Ack receipt of 911202 response to generic Itr 88-14.Requests specification
of particular size measured in containment instrument air sys & justification having no
limits on size for sys.

BUCKLEY.B.C. Project Directorate II-2. 92/03/05. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 60839:105-60839:106.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203170203 Supplemental application for amends to Licenses DPR-32 & DPR-37,includ-
ing cross-referenced TS Section 3.23 re main CR & emergency switchgear room air
handling units.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/09. Document
Control Branch (Document Control Desk). 2pp. 60985:259-60985:266.

-9203170210 Proposed TS Section 3.23 re main CR & emergency switchgear room air
handling units.

*  Virginia Power (Virginia Electric & Power Co.). 92/03/09. 6pp. 60985:261-60985:266.

9203300001 Suppls 920210 response to 911206 SSER re station blackout mods.Util
currently proceeding w/engineering & procurement for station blackouts mods for
both stations.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/17. Document
Control Branch (Document Control Desk). 3pp. 61165:018-61165:020.

9203250111 Notification of 920330 meeting w/util in Rockville.MD to discuss current
plant status,nuclear performance & QA initiatives & licensing issues.
ENGLE.LB., BUCKLEY.B.C. Project Directorate II-2. 92/03/18. BERKOW.H.N. Project
Directorate II-2. 5pp. 61086:066-61086:070.."
